MONUMENT RECORD 
State of Indiana - County of Monroe 


Section: 29 Township: 7N Range: 2E Corner ID: Polkg-19 

'\ 

Monument Description & Remarks: 3 1/4" aluminum cap on metal pipe. 

References On File: Kenneth Anderson survey HNF Recorders Book 3 page 25. 

Field Book: 2000-02 
Page No.: 34 
USGS Quad: Elkinsville 
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I, Kevin P. Enright, Monroe County Surveyor, hereby certify that this document was prepared under my 
direction in accordance with the provisions Option 36-2-12-11 of the Indiana Code; and the above data is 
given under my hand this 19th day of'"' " ' UlJ ' 
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Certified and sealed by the Monroe 
Date: 
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November 28,2000 





